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do On 16 .ugust 1951, the barracks installation on flberstedterstrasse, Bernbure 
(M 52/0 76) quartered from 1,200 to 1,09 troops who wore black-bordered ‘clack 
epanlets without branch-of-serviee irsicvia, | The troops seen in all 
windows of the installation were trained soldiers most of vhon wore war 
decorations, All of the officers and some of the RU were the euards badee, 
Noxeruits were seen in the tilleting area, Several units of about 100 soldiers 
Were engaged in formation cri and combat training, No snidiers 
~ were seen in the streets of Hernburg. An acquaintance of source stated that 
the troops nreviously quartered in the barracks Installation lad left for 
Altengrabor about: the middle of July, ‘the instal letiors then wore ocoupied 
by the ebove-nentioned troops with bilack-berdered black epaulets, 


2. The troops in the installation vere engaged primarily in wight oxereises 
in the so-called Lornasche fue on « dried=up branch of the Saale River, Cne 
garage of the installation sheltered tro anphiblous armored reconnaissance 
ears whieh mounted suns of 204mm to 3Qnm, Cate guarcs and patrols in the 
billeting area wore bladk-bordered black epmilots . . 


25X10 | * ME convent. _ the trensfer of the unidentifled engineer regiment of the 
GOS fron Potscan to Bornbury in early duly 1951 was previously reported » 
25X1A . Sae she strength estimate of the mumber of troops in the 
barracks instalietion 9 45 specified in the present report, approminately 
equals the strength which an engineer regiment is believec to have. The state. 
nent by source that personnel of the engineer reginent wore cuards badges hes 
never been made by sources in Potsdan who previously reported on the rerinent. 
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